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lIJA SUMMARY 3 


Rhode Island will plan a charging 
station network for electric vehicles 
with federal funds 


° Funds are part of the Infrastructure 
Investment and Jobs Act 


° RI will get $3.8 million this year and 
a total of $23 million over five years 


° Funding comes to RIDOT who will 
work with partners 


® Total nationwide will be $7.5 billion 


INFRASTRUCTURE BILL 
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Roads and __ Electric Grid Passenger Broadband Improved Climate 
Bridges Upgrade and Freight $65B Water Change 


STIOB $73B Rail Quality Protection 
$ 


66B $55B $50B 
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Airports Public Environmental Electric Transportation Reconnecting 
& Ports Transit Clean-Up Vehicles Safety Communities 


$42B $39B $21B $15B $11B $1B 
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NEVI PROGRAM 


Guidance for using these funds comes from the THE NEVI PROGRAM CAN PROVIDE 
National Electric Vehicle Infrastructure (NEVI) Program THE FUNDING YOU NEED TO PREPARE 


® Alternative Fuel Corridors will be funded first * Funding primarilyneeds —- Funding towards other 


to address charging on infrastructure needs can 
designated Alternative be allocated after AFC 
: ReGen * 20% match required 
° Then other areas may be considered 
S SB Available through 


discretionary grant program. 


\ Available in formulaic funding. 


RI 
c@qclor 


NEVI PROGRAM 5 


States must submit a plan for their network by August 1 to the Station Criteria for AFC-EV Corridors 
federal Joint Office of Energy and Transportation 


e Publicly Accessible 


° Must meet specific criteria * 1 Mile (max) from the Highway 


¢ 50 Miles (max) between stations 


charging stations 
° Program is new and guidance is evolving 
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NEVI PROGRAM A) 


. , 120V 240V 480V 
° For anominated corridor, NEVI requires 4 fast chargers DC Fast Charger 


per site 


e These are called Level 3, and are 480 Volts 


° They can charge for up to 100 miles in 14 minutes Stave ©)=) 240V outlet, 
120V outlet hardwired 
Types of Charging - Time to Charge for 100 miles of range by kW level 
3.6 kW 7.2 kW 25 kw 50 kw 150 kw 200 kw 350 kw 
542 271 7 
min min : 


Level 1 Level 2 ———— Level 3_ ——————__ a High Power — (@ciol 


NEVI PLAN ELEMENTS 7 


NEVI Plan Elements 


Plan Vision and Goals 

Contracting 

Existing and Future Conditions 

EV Charging Infrastructure Deployment 
Implementation Strategies 

Civil Rights 

Equity 


Labor and Workforce 


— ee ee oe ee eS LS 


Cybersecurity 


10. Program Evaluation 
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1-95 ALTERNATIVE FUEL CORRIDOR — CURRENT BUILD-OUT STATUS (LEVEL 3 / DCFC) 


! Car Dealer at Pawtucket 
Num 


RIDOT has submitted I-95 as its first corridor 


e There are already charging stations on this corridor 


Z js ae n ) NS e V4 4 e . . 
re Park & Ride at Warwick Sanaa ees SN Once a corridor is approved, tunds can be used for 
operating assistance, installation, other development 


Tesla at East Greenwich 
3 Number of fast chargers: 8 


SHIEY 
DOT Park & Ride at Hopkinto a * 
Number of fast chargers: 2 ae 
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RIDOT’S ROLE 9 


RIDOT’s role as the receiver of the funds 


° Prepare the NEVI plan 


¢ Outreach and stakeholder collaboration 
Soe 


CHARGING 
STATION 


° Coordinate with Joint Office on Energy and Transportation rucinc can} 
e Ensure investment in underserved communities 
° Facilitate federal funding 


¢ Work with a team 
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RIDOT’S NEVI TECHNICAL ADVISORY COMMITTEE 


RIDOT’s NEVI Core Team Role and Responsibilities 


¢ Plan Contributor / Reviewer 
e Rhode Island Office of Energy Resources (OER) 


¢ Meetings through July 
° Rhode Island Department of Environmental Management (DEM) 


¢ Regular Meetings through 2027 
° Acts as plan contributor and reviewer 


° Meets through July 2022 


° Meets regularly through 2027 
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RIDOT’S NEVI CORE TEAM 


RIDOT’s Technical Advisory Committee Role and Responsibilities 


Act as advisors 


¢ Plan Advisors 
FHWA 


RIPTA e Regular Meetings through 2027 
RI DMV 

RI Commerce Corp 

RI Statewide Planning / MPO 


RI Dept of Business Regulation 


National Grid / Rhode Island Energy 
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NEXT STEPS 


Next Steps 


° Additional stakeholder involvement planned in June and July 


° Visit RIDOT's NEVI Project Page at https://www.dot.ri.gov/projects/EVChargin 


Sign-up for email updates to get notification of upcoming stakeholder meetings 
Submit Questions / Feedback via form 

Presentation and recording of this meeting to be posted 

Schedule of upcoming meetings to be posted 


Other EV project documents and links 
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YOUR PARTICIPATION IS CRITICAL 


Your Participation is Critical 


e What existing and pending plans do you need/want us to be considering in developing our plan? 


° Do you know of any upcoming outreach events we should participate in? 


Apr 2022 May2022 Jun2022 Jul 2022 Aug 2022 Sep2022 ~ FY 2023 FY 2024 FY 2025 FY 2026 FY 2027 


Needs Identification 
and Prioritization 
Program Funding 
and Eligibility 
Collaboration and 
Stakeholder Engagement | 
| Federal Approval 

| and Award 


Implementation and 
Annual Updates 
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Thank You 


= _ —— 


John-Paul Verducci 
~ johnpaul.verducci@dot.ri.gov 


